HOTEL ARLINGTON - By the Sea 

Ocean Drive at 5th St. 

MIAMI BEACH, FLORIDA 

A beautiful seaside hotel with de luxe facilities, Miami 
Beach’s newest. Private beach for surf bathing. Dining 
room and coffee shoppe. European plan. 

OPEN ALL YEAR 










































